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Michael T. Cahill and Peter D. Jacobson, Pegram’s Regress: A Missed Chance for 
Sensible Judicial Review of Managed Care Decisions 

Dayna Bowen Matthew, An Economic Model to Analyze the Impact of False Claims Act 
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American Society of Law, Medicine & Ethics 


Environmental Exposure and Children Subjects Research 
April 19, 2002 
University of Maryland 
Baltimore, Maryland 


The 26th Annual Health Law Teachers Conference 
June 7-8, 2002 
Indiana University School of Law 
Indianapolis, Indiana 


The Public’s Health and the Law in the 21st Century 
Jointly sponsored with the Centers for Disease Control and Prevention 
June 17-19, 2002 
Sheraton Colony Square 
Atlanta, Georgia 


ASLME’s Annual Meeting 


September 20-21, 2002 
John Hancock 
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For more information or to register, please visit www.aslme.org/conferences or 
contact the Director of Conferences, ASLME, 765 Commonwealth Ave., Suite 
1634, Boston, Massachusetts 02215. Telephone: 617-262-4990, ext. 12. Email: 
conferences @aslme.org. 
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